He worked with Mr. Gravely/ and he did not see Mr. Gravely's
name on any list to work the Memorial Day weekend in 1982.
Mr. Chandler stated that he didn't work, but that he checked
the posted list and did not see Mr. Gravely's name on it
(Tr. 67).

In response to further questions, Mr. Chandler stated
that while his name was not posted to work the weekend
in question, if he were notified by a superior to work he
would do so (Tr. 68-69).

Gary Lee Kiblinger testified that he has been employed
by the respondent for four years as a plow operator.  He
stated that in July 30, 1982, he was working under Mr. Gravely's
supervision while operating a continuous miner "scraping
bottom."  He explained the circumstances under which he ran
over and damaged a pump.  He was not disciplined by Mr. Gravely,
and he believed the pump could have been avoided if the pump
line had been moved (Tr. 160-163).

Mr. Kiblinger confirmed that he worked the "hoot owl"
shift on July 27, 1982, and that the work involved pinning
and timbering the roof at the area where it had been dangered
off with a danger board.  He worked again on July 28, but
he was not there when the roof actually fell, but he did
indicate that at the time he was working to support it
"it had bellied, it hadn't lacked much falling.  It was bellying
when we was putting them six by eight headers up" (Tr. 164) .
He also indicated that the roof condition was bad, and that
"It was going to fall, don't matter what they put under it,
it was going to fall", and that "when we put the three by
eights up it started bowing" (Tr. 165-166).

On cross-examination, Mr. Kiblinger stated that the pump
casing was pierced,and that in order to use it again it
would have to be repaired.  The usual way to repair it is
to install a new casing (Tr. 167).  He also indicated that
pumps have been "burned up" through negligence when they
are allowed to "sit there and burn up" (Tr. 167).

Jack E. Gravely, Jr., testified that he is currently
employed as a salesman for the 84 Lumber Company, and that
he previously worked for the respondent from February 13, 1981
to July 30, 1982, as a section and construction foreman.
As construction foreman on the midnight shift his job entailed
doing "everything," and he worked on different sections with
different crews (Tr. 75) .  His salary during 1982 was approximately
$2600 a month (Tr. 98) .
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